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25x11 
Dear 
% have just received an extremely interesting suggestion from 


[ Yhis is to establish | en common set of 


ealibration standards. I am not sure we will want to undertake complete 


25X1 


standardization but do feel thal. it is vorthwhile investigating the 
extent to which economy in equipnent and utilization can be obtained. 
Thig suggestion is not intended to intringe on the various unique sets 
of check-out and ground handling equipment but would be a central cali- 
pration standard to maintain such equipment at appropriate levels of 
ACCULACY » 

if possible, I would appreciate having from each addressee by 
20 March your reaction to the use of a central calibration set-up ror 
the use of all concerned. I should also like to have your various 
requirenents for calibration standards which will be needed by the varioue 


squipments you plan to have ne By this is meant the cali- 


yretion accuracy desired and the calibration intervel in elapsed tine 


25X11 


av operating houre far each function. 


Sincerely , 


EoPoKe 
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